Zhejiang Winner Fire Fighting Equipment Co., Ltd. 


Zhejiang Winner Fire Fighting Equipment Co., Ltd. is a modern 


enterprise integrated R&D, manufacturing and sales, and has restructured 
into a joint-stock company in 2008. Winner has two wholly owned 
subsidiaries: Jiaxing Fuxin Fire Industrial Co.,Ltd. and Jiaxing Fu'an Fire 
Engineering Co.,Ltd. Winner has been listed in Zhejiang Equity Trading 


Center since Oct. 15th,2012. 
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Zhejiang Winner Fire Fighting Equipment Co., Ltd. 





Founded in 1994, the company was formerly known as Jiaxing Fire 
Equipment Factory. The company has a registered capital of 40 million 
yuan, net assets of 200 million yuan, and has 440 employees. It has more 
than 1,000 sets of production and testing equipment. The company is 
engaged in research, development, manufacture and sales of fire-fighting 
equipment and security equipment, and built a fire-fighting test room of 


the National Fire-fighting Inspection Center. It is one of the largest 


manufacturers of fire-fighting fire extinguishers in China. 


Why Choose Us 

Zhejiang Winner Fire Fighting Equipment Co., Ltd. is professional China 
fire fighting equipments manufacturers and fire fighting equipments 
suppliers. 

Our fire fighting equipments are exported to dozens of countries in the 
world, and the export volume accounts for more than 95%. 

The company was listed on the Zhejiang Equity Exchange Center on 


October 15, 2012. 
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Fire Extinguisher Warehouse 
Winner Fire Fighting Equipment Ca. Lid. 





01 
PRODUCT DEVELOPMENT 
We have a strong R&D team,and we can develop and produce fire 


fighting equipments according to the drawings or samples the customers 


offered. 


02 
CUSTOMIZED 
We have two our own machining factory.So we can offer the price and 


fire fighting equipments directly. 


03 
CAPACITY 
Our annual production capacity exceeds 3 million fire extinguishers and 


1.5 million cylinders of all types, so we can meet the needs of different 


04 
QUALITY 
We have a strict quality control system, our own testing lab and the 


advanced and complete inspection equipment 


Pi 1 


am 


: =. 
ijn. ‘i 
) f//, ! l 
PRE as 
| (1 AM Wi j 
i 7 
: | 


L 
EE 
P d 3 


ry 
VA ^ AH TE NN 


MEI 00 ne ^" 


29/4. a E uso ON 
[ lf ory p i A Tm Y Ag E" wy 4 E 
2 a RP Aa? L \ 1 i | Pi 





05 
PROFESSIONAL TEAM 
We focus on developing high-quality fire fighting equipments for top-end 


markets. 


06 
SERVICE 
We focus on developing high-quality products for top-end markets.Our 


products are in line with international standards,and are mainly. 


Product 


EN1866-1 10kg(2x5kg) Mobile CO2 Fire(Alloy-Steel) 
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Contact Us 


Add: No.260 Zhendong East Road, Xinhuang,Fengqiao Town,Nanhu 
District, Jiaxing City,Zhejiang Province,China 

Zip Code: 314051 

Tel: +86-573-83 147166 

Fax: +86-573-83 147266 


Mailbox:business@winnerfire.com.cn 


Url: https://www.winnerfire.net/ 


